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30 CARBINE 




IRWINDALE ARMS INC. — 6226 Santos Diaz. Irwindale, CA 91702 



AUTOMAG III 



GENERAL FEATURES 

OVERALL LENGTH / IOV 4 inches with 6 V^ inch barrel 
COMPLETE PISTOL WEIGHT WITH 6 Vi” BARREL - 45 ounces 



STATEMENT OF LIABILITY 



WARNING: 

This pistol 18 classified as a dange«ous weapon and 1 $ surrendered by m 
with the understandir>g that the purchaser assumes aH Itability resuKirtg from 
unsafe handNng or any action tt>at constitutes a violation of any applicable 
laws or regulations. £4/ shal not be liable for personal injury or loss of property 
or life resulting from the use of this pistol under any circumstances, including 
intentional, reckless, negligent or accideniat discharge. 

Further, tAi wNI not be liable for any aflerations to the pistol or any pans 
thereol. lAI will not corKlone or aulhorixe any changes to be made after the 
pistol has left the factory. If your £4/ pistol is in need of service or adjustment, 
foiow the instructions in the manual urxtor the section marked “SERVICE'*. 

Ptease read the warnings in this manual carefuHy. Be sure you understand 
the functions of this ptsfol before loading and firing it. Carefully read the 
4^AFETY“ section of this manual. Practice safe handing of this pstol until 
fOu are thoroughly familiar with it. 



PLEASE BE CAREFUL! 

WARRANTY VOID IF OTHER 
THAN FACTORY AMMO USED. 



Wear Safety Ottwes and E« Pfo w caon ai si nnw when shotating* 
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SAFETY 

AM Ht pistDts ve equipped with a safety to provide maximufn security against 
accvtonlal discharge. However, al ftreamis inusl be used with stria atientioo 
to the basic rules of fireanns safety. 

These rules are hjndamenial to safe and responsible firearms ownership and 
use They are simple and reflea good common sense. The more you handle 
firearms, the more faithful you should be to the^ elementary rules. 

t . Before you shoot, read this manual completely. £le sure you understand 
the operation of the hreaim you niend to shoot. Study the owner's manual 
carefuNy. Rehearse the functioning of the safety until you are thoroughty 
familiar with it. There is no excuse for unsafe firearms handling. 

If you are not familiar with the basics of firearms and the handling thereof, 
contaa your local gun dealer, poice department or the NRA for assistance 
in acquiring this trainng. 

2. Always be sure that the firearm is unloaded until the moment you wish 
to shoot it whether in the field or on the range. Upon completion of your, 
shootmg activMy , unload the flrevm complelely by empty ng and^ removing^ 
the magazine and then visually evapectir>Q the chamber to be sure it is empty. 
Never take anyone's word that a firearm is empty — CHECK FT! 

3. Never point the muzzle at anylhir>g you do not intend to shoot Always 
be in control of where ihe muzzle is p^ted. even if you happen lo fal. 
Pointing the muzzle in a safe direction means a direction in which an 
aceidentaly dscharged round won't strike the shooters or bystanders, even 
in the event that the bullet ricochetes or passes through a wal or other 
barricade. This also applies to a deliberate shot at game or target Be sure 
of Ihe backstop before Tiring the shot 
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4. Never dnnkak»lK9*c beverages Of take mediCdtionihairnayimp^ 
^dgement while engaged in shooting activities. This is as criminal and 
dangerous as drunk driving. 

5. Always wear adequate heanng protection and satety glasses whie 
engaged in shooting activrties and encourage others near you to do likewise. 



SAFETY OPERATION 

In the sale poeiion Fig 2 the safety slope the hammer from contacting the 
rtring pin and also blocks the Iking p«n. ^ salety does not stop the hammer 
from laNing when (he trigger is puted. Fig. 1, the safety is in the off <k fire 
poeition 

Wsfning: The user should never depend on a safety mechanism or any other 
%hchanicaldevk» to fusttly careless handkng or permitting the pistol (o pokH 
m an unsafe dkecNon 



PHOTO OF SAFETY 



SAFETY SAFETY 

OFF ON 



Fig. 1 Fig. 2 



WARNINGS 

TNs ia an auto loading pistol and is immediately loaded and ready to lire 
again aher each shot until al cartndges in the magaane have been feed 

The pislol wii fire both widi and without Ihe magazine in place. Removing 
the rnagazme dom not unload me chamber or engage the safety These 
operations are described efsewhere ki this manual 

V LOADING AND FIRING 

Before performing the foHowing operations, read the manual con^leiely. 

Prkx to loading this pistot. check the bore to be sure it is free from excessive 
oil and unobstructed. Firing the pislol with any obstruction in the bore may 
cause serious injury to the shooter and damage the pistol. 

TO LOAD; 

Wemkig: Cartridges must be fed from ma^zine. never load cartndges 
dkectiy into chamber 

1. Place the thumb safety in the “SAFE" position. When positioned 
properly, the RED DOT ¥hM NOT be visible (Fig, 2). 

I wear Satety Gl aa aes and Ear Protection at as times when shcxmnq* | 
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2 . Pushing the magazine latch to the right will release the magazine for 
loading. 

3. Carefully load the magazine, being sure that aN cartridges lie evenly and 
paraRel to the magazine tube. 

Be sure to use only CLEAN 30 Carbme Ammo. Ammunition earned m 
a pocket wil surely cotect dst and lint that wd lead to malurKlion of the pistol. 

4 Insert magazine Vito pdld being sure that magazfie latch locks magazne 
in place. Do not drive magazine in place forcibly as the may change ttie 
contour of the feed lips and impair feeding. If the magazine does not lock 
in place readily, remove the magazine and be sure that all cartridges are 
po^iohed property In the magazine tube. Then re-msert magazine. 

5. Hold the pistol in the shooting hand, bemg sure that you do not touch 
the trigger. With your other hand, pul the side al the way to the rear and 
release it quickly. Do rxn lower the slide slowly as this may came a cartr 



to feed improperly and ^m the ptslol. 

6. Moving the safety to the ’’FIRE" position. Fig. 1 renders the pistol ready 
to be fired Squeezing the trigger fires the rour>d in the chamber, after which 
il » ejected and another round loaded into the chamber. If you do not intend 
to fire the next shot immediately, return the safety to the "SAFE” position 
until you are ready to fire again. 

After firing the last shot, the slide stop will hold the slide in the open 
position EXAMINE THE CHAMBER AND BE SURE IT IS EMPTY! 

Always wear shooting glasses when firmg the pistol to avoid posstiility of 
injury from ejected cases and particles of powder. 



In the evem that a cartridge doss not feed into the chamber, (jams), do not 
force Ihe slsle shut FoNowinQ is the proper procedure tor clearing the jammed 
pistol: 

1 . Be sure that muzzle a pointed in a safe direction. 

2 . Engage the safety. 

3. Carefijly remove the magazine. 

Pui the slide to its rear-most position and lock it open by pushmg up on th9 
shde slop. Do not look into the ejection port during this operation, if drawing 
the shde alal the way back does not puH the cartridge along wsh it, it may 
be necessary to use a smal wood or plastic dowel, sharpened on one end, 
to gently remove the cartridge from the chamber and ejection port. Do not 
use a metal tool. 

4. Carefully inspect the pislol to be sure that a cartridge did not become 
lodged m the magazine wel of the grip frame. 

5. Reinsert magazine and repeal the steps necessary lo load the chamber 

and fire. 



Wear Salty Glasses sne Ear Protsetwn si si timss when shoceng' 




CLEARING A JAM 
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UNLOADING 

After completion of Ifte shooting session, the following procedure should be 
cemed out exactly as described to unload the ptslol. 

If the last shot in the magazine has been fired, the slide should be In the 
open postfion. Engage the safety Fig. 2 then remove the magaz^. Carefully 
inspect the magazine and the chamber to be sure they are empty. 

PuH the slide al the way back to disengage the slide stop, then slowly let 
it return to its forward position. Pomt the pistol in a sale direction, and let 
hammer dovm by hoidvig hammer with thumb and pulling trigger then ease 
hammer down until it contacts safety. 

tf ai the cartridges in the magazine have not been tired and a round is in 
the chamber, the folowmg procedure must be foftowed to unload the pistol. 
Failure to follow this procedure may result oi the chamber being madverlently 
loaded, Bemg sure that the muzzle » pointed in a sale direction. 

Push the safety to the *'SAFE" position. 

2. Remove the magazine 

Because the operation of thn pistol » based upon recoil energy fur>ctioning. 
it is necessary to . . . 

3 Retract the sbde forcibly to extract the cartridge from the chamber. ar¥j 
eject it out the ejection port Drawing the slide back slowly may result in the 
cartridge falling in the magazine weN and becoming lodged in the frame of 
the pistol. When you are certain that the chamber is empty, lower the sUde 
10 its forward position. Point the muzzle in a sale direction, lower the hammer 
by holdirtg the hammer with thumb and pullmg the trigger, then ease the 
hammer down unlit < contacts the safety. 

TAKEDOWN FOR CLEANING 

Before you start be ^>solutely certavi that the pistol is unloaded. Never work 
on a loaded firearm. 

1 . Remove magazine, pul the slide compleiely to the rear position, check 
the chamber to be sure il is empty. 

2 Pul slide to the rear approxvnalely one inch then push shde stop out 
j^ihe left Slide wtN then come fonvard off the frame. 

^UTION: Do not let hammer fal without slide in place this will cause 
damage to the hammer strut. 

3. To remove barrel from shde depress recol rod bushing to clear barrel 
bushing then rotate barrel bushvig counter clockwise 45** and it will come 
out of the slide. The recoil spring is under tension so care should be taken 
not to let bushing arvl sprung fly out 

4. After removal of recoi rod and recoi spring, barrel can be removed from 
bottom of sbde, al this pomt. side and barrel can be cleaned, never use 
anything that may score or scratch bore or chamber area DO NOT 
dnassemble the grip frame. If the components within the gnp frame need 
service for any reason, return the pistol to the factory. See “SERVICE*' 
section of this manual for instructions. 

I Wear Saisty Qiawas md Ear Protacoon at si smes when secosng' | 
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RE-ASSEMBLY 



1 . Pul tMrrel into slide thru the bottom of Slide, insert recoil rod and ^ng, 
with recoil rod bushing on recoil spring compress spring unli flush with front 
of slide. Then mstatl barrel bu$hir>g until fcity against side, rotate to iocited 
position. 

2 . Cock harrwner. then instal side assembly onto frame (with safety in Are 

position) aii^ hole in frame with barrel tang Then insert slide stt)p After 
instaUing side stop halfway, pull side to the rear poskion approximately 1 
inch, push slide stop in until it is fljNy errgaged. then release side forward 
to closed position. 



CLEANING 

Freguency of cleaning depends upon the frequency of use of Are pist^ 
Accurmilation of powder fouling in the breech and chamber area may effect 
the functioning of the pistol causing jamming or misfiring. If either of these 
corvitJons develop, cle^ the pisiol before assuming that something is wrong 
with it. 

All areas of the breech, slide, magazine, chamber and bore should be 
scrubbed or wiped clean with a cleaning patch wetted with a powder solvent. 
After ail areas have been thoroughly cleaned, wipe agam with an oiled cloth. 

Though this pietoi is made of higlKjijality stainless steel, a light coaling of 
surface rust may develop over a period of time, especially in areas of high 
humidity. This is a very thin surfact coatmg and can be removed with a rust 
preverttfve solvent and a clean cloth. 



SIGHT ADJUSTMENTS 

The adjustable rear sight is provided, with elevation and windage 
adjustments. The adjusbnerfl screw should be turned to move me sight blade 
In the dfloction that you wish the buflet to strike- For example, turning the 
windage adjustment screw counter ctockwee moves the sight blade to the 
left and impact of the buNei to the left. 

SERVICE 

Prior 10 shipment, each AUTOMAG III pistol is carefully inspected and test 
fired to ensure that M e in proper operating oondiiion. Should the pMii require 
adjustment, repair or refinishing, we recommend that the pistol be rehjmed 
direcfly to the factory SERVICE DEPT. There is rio other way to be sure (hal j 
work is performed in a properly equipped and staffed faciity. Faiure to uee I 
the factory services coukf resutt in voidSig your warranty. ] 

Except for guns stil under warranty, aH work wiS bear a net minimum charge j 
of $15.00. ! 

AH pistols returned are to be sent prepaid Alt collect shipments wSI be 
refused. 

I Wear Salty Qtaiist and Ear Protscaon at si wwes wneri snoosnq’ f 
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For best seivice. always eodose a cover letter with the pistol hjmishing senal 
nuntt>6f, model of p^tof and the nature of the problem or work desired. A 
statement that the pistol is "defective’* is not adequate and will only result 
in unneeded delays. Try to be as specific as possible. 

Federal regulations control the shipment of firearms, it may be impossibie 
for the factory to return a pistol dtrectty to you. Check your local regulations 
before shipment. If this is the case, we reccomend that aH firearms be sent 
through a federally licensed dealer. 

Please be sure that both the magazine and the chamber are empty before 
shipping Any fireaims received in a loaded condition must be reported to 
the federal authorities. 

PARTS & ORDERING 

AjjBprts orders should be sent to the atientton of the Pads Dept, CaKfomia 
rements indude 6Vb% sales tax. 

When ordenng pans, specify Model name. Pad name and Pad number. Also 
indude the complete serial number of the firearm. 

Parts designated by an (*> asterisk must be factory fitted The price shown 
does not include labor and tax, if appfecable. ThoM parts will be replaced 
on an exchange basts only. The replaced parts wll not be relumed to you. 




I wear Sally 
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Part No. 


P*rt N*m*^F 


Ratal Pric* 




Part No. 


o o 


frame . , 

SLOE 


Gunamlh 




CM-42 

CMA 


CM-11 


barrel . . .... 


Only 




CMH3 


CM29 


BARREL STOP PIN ... 


1 25 




CM-20 


CM-T 


barrel bushing . . . . 


1900 




CM-1S 


CM^I 


RECOIL ROD 


1000 




CM-44 


CM^ 


RECOIL ROD SPRING . 


900 




CM44 


CM^ 


RECOIL ROD BUSHING 


950 




CM-32 


CM19 


FIRING PW 


T60 




CMA9 


CM-37 


FIRING PIN SPRING 


1 TO 




CM47 


CM-4 


extractor 


1100 


Not 1 

Shown! 


rCM-»5 


CM-29 


EXTRACTOR PIN 


120 


CM4S 


CM<M 


EXTRACTOR SPRING 


1 20 


LcMk33 


CLL8 


HAMMER 


1000 




CM-10 


CM42 


HAMMER STRUT 


4.20 


Not J 


rCM-IBA 


CM-23 


HAMMER PIVOT PIN 


129 


Shown j 


tCM^lSB 


CM-24 


HAMMER STRUT PIN 


129 




CM-17 


CM-30 


HAMMER SPRING 


1.79 




CLF17A 


CM-3 


SEAR 


Gamtti Only 




CM-17B 


CM20 


SEAR PIN 


125 




CM-17C 


CM-40 


SEAR SPRWO 


1 79 




cwnro 


CMO 


TRIGGER 


1300 




CM- 


CM-20 


TRIGGER PIVOT PIN 


120 




CM-14 


CM-9 


SLIDE STOP 


1800 




CMG1 


CM^ 


SLIDE STOP PLUNGER 


2.00 




CM-27 


CMA1 


SLIDE STOP PLUNGER SPRING 


1 25 




CM-11A 


CM- 16 
CM-30 


DISCONNECTOR . . 

DISCONNECTOR STOP PIN 


720 

m 




CM-11B 



Ifflpflratbtg To Specify Barrel Length When Ord^ng Parts 

V Pirt Nmtw 



CMSCOfWECTOA SPRING . . ... 

SAFETY 

SAFETY DETENT SPRING 

SAFETY DETENT PLUNGER 
E4CCTOR . , ... 

EJECTOR SPRING 
EJECTOR DETENT SAU 
EJECTOR STOP PIN 

REAR SIGHT , . ..... 

FRONT SIGHT . 

ORtf» LEFT . .. 

GRIP RIGHT 

GRIP SCREWS (4) . EA 

MAGAZINE LATCH 
MAGAZINE LATCH RETAINER 
MAGAZINE LATCH SPRING 
MAGAZINE BODY, 

MAGAZINE SPRING 
MAGAZINE FOLLOWER . . 

MAGAZINE FLOORPtATE 

MAGAZINE FLOORPIATE RETAINER 
MAGAZINE COMPLETE 
SUOE STOP PUTE 

SUOE STOP PLUNGER RETAINING PIN 
DISCONNECTOR PIN 
BARREL DELAY PLUNGER 
BARREL DELAY PLUNGER SPRING 
SHePmO A NANOLINO CHARGE 



IRWINDALE ARMS INC. — 6226 Santos DIaz, irwlndate. CA 91702 



RtttH Pile* 

200 
1200 
1Z5 
fZS 
3S0 
1 2S 
1 2S 
1ZS 
SSOO 
1400 

20 00 

1 20 
1800 
l.TO 
129 

19.00 
328 
320 
250 
2S0 

20 00 
STS 
120 
129 
1 29 
120 

3.00 



WARRAMTY STATEMENT 



BA$CO ON MAOMUSOM. MOBS WARAANTY ACT». tAi 
oftari no a«pf — d warranty on It* pnMtucl Ino. M/ dot* 
racogniz* its oMgstton eonooming Impisd wsfranty, lAl 
wM contimio to stand bshtnd IM products as d has in ms 
past, iAt products «rW ba aa rvtea d tor a portod of on* yaar 
from data of rataii purcftaaa. tor datocts of matarlaf or word 
manaftip. at no ctiaga to lf«a purchasar. Ba sura to ratain 
your aatos sUp as proof of purehaaa data whan maMng a 
datoi. 



This kialructton manual should always accompany this lira- 
arm and ba transtarrad with it upon change of ownarahlp. 




